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During a game against Dunedin,
Clearwater players Darren Lam,
Mike McKinney, Richie Stille, Jus-
tin Sloan, Lenord Johnson, Allan
Jetton, and Mark Morland watch as
a teammate bats.
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At the Plate
Changes bring new strength to the baseball program
by Jennifer Jones
To adapt to new envi-
ronments or different
people can be one of
the hardest situations for
anyone to deal with. For a
whole group to adjust to a
new situation can seem al-
most impossible. The base-
ball team learned just how to
adapt at the beginning of the
season. A big adjustment
had to be made by the play-
ers, and many people be-
lieved that this would cause
the team to have a tough sea-
son. They had two new
coaches coming in and their
past record was not always
strong. They surprised ev-
eryone, though, by getting
off to a good start and follow-
ing through with a strong
season.
One of the top defensive
players, Doug Wetherill, at-
tributed much of their suc-
cess to the coaches, Mr. Sotir
and Jeff Long. "The coaches
made it fun out there while
getting the point across to
the players." Doug Roach
added, "When a player or
the whole team did well he
let us know. When we did
badly, we didn't get yelled at,
but instead, he told us what
we did wrong and how to
correct it."
"The team's friendship
and desire to win held them
together," said Coach Satir.
"They have been playing on
the same team or league for
years and they have learned
how to work together and
win."
Adjustment was what the
team had to deal with and
adjust very well is just what
they did. As Doug Wetherill
said, "I think that, with the
two new coaches and the
team's desire to win, our
baseball program should go
a long way. It's the beginning
of a winning tradition at
CHS!"T
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